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February 27# 1969 



Judge Charles Halleek 
Court of General Sessions 
Washington, 0. C. 

Dear Judge Halleokt 
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On the afternoon of January 17# 1969# I rose in your court and asked 
to be reoognized as a "friend of the oourt". I told you that you had 
been imposed upon, that there had been misrepresentations and false 
statements made in what had been presented to you (in the oese of the 
State of Louisiana vs. Clay L. Shaw), and that a grossly false his- 
torical reoord was, by deoeit# being established in your oourt, with- 
out your knowledge. 

When you asked my qualifications, I told you I am a writer who has 
written extensively in this field. I should also have told you I am 
qualified as a documents analyst and have had professional experience 
in this and in intelligence, as a consultant to the federal government. 

I am not, howevmr, a lawyer and, of course, am not a Judge. Therefore, 
I am not qualified to rf f er a legal opinion on whether or not there has 
been perjury. I do suggest it. 





On the afternoon of Friday, February 111 , 1969, the government, at the 
end of your hearing, resubmitted in affidavit form those medical and 
other statements earlier given you. It is in these I believe you may 
find perjury and I know I can show you those things I charged on 
January 17. To cite but a single example# the panel report several 
times refers to the presence of metal fragments in the President's 
thoraolo area, as seen in the X-rays, Elliptioally, at the bottom 
of page four, the autopsy dootors say this by saying there was no 
single fragment as large as a "major portion" of a bullet. Yet, in 
his Warren Commission testimony (2H361|.)# Dr. Humes swore that he and 
the other dootors, including their radiologist, examined these X-rays 
the night of the autopsy and they show no such thing anywhere in the 
body. The entire Warren Report is based upon this. Either it is 
false swearing - and material - or what has been submitted to you is. 
I assure you that the tiniest fragment is like a neon light on an 
X-ray. If the Warren testimony is not false# then it would seem to 
follow that the autopsy dootors' and the panel reports, now in affi- 
davit form before you, must be. 



The two additional signatories to the autopsy doctors' report heard 
Dr. Humes' Warren Commission testimony. Eaoh, under oath, subscribed 
to his statements. Dr. Boswell in Volume 2, pages 376-7# and Dr. Finok 
in Volume 2, pages 377-8# 380 and 383 . 
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Judge Helleck - page 2 



In our modern society, everyone is too busy to make his own study, 
and eaoh seems to deoide that, for the Warren Report to be wrong, 
requires an enormous conspiracy, extendingiin the Justloe Department 
alone from the Attorney General down through the oharmaid with least 
seniority, I suggest this is a deliberately exaggerated formulation. 
It has, actually, been used by those who, without seeking fact for 
themselves, defend the now clearly false account of the President's 
murder. Here, before you, is exaotly the kind of oase that illus- 
trates how this happened, where everyone took on faith everyone under 
him. It all works back to the autopsy. Therefore, let me give you 
the exact quotations on this, so you can see for yourself. 
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The question before you, technically, was, oould the President have 
been shot from more than one direction. Actually, it was also that 
of the integrity of the entire autopsy. For anyone to consider the 
conclusions of the Warren Report at all possible, the President could 
have been struck by no more than two bullets and both had to have 
oome from an angle consistent with origin in the easternmost window 
of the sixth floor of the Texas School Book Depoiltory. You know the 
single-bullet theory. That bullet must have emerged from Governor 
Connally completely intact, save for the slight possibility of having 
lost the minuscule weight of about two grains, and these only from 
the core, at the rear end of the bullet. More than this weight is 
accounted for as lost in Oovernor Connelly's body, and, before the 
Commission, these same doctors so stipulated, thus recording their 
disproof of what they were used, and knew they were being used, to 
prove. 




This is the testimony that made it possible to pretend there could 
have been a single-bullet theory (Vol. 2, p,361j.)i 



Mr. Specter. What did those X— rays disclose with respect to 
the possible presence of a missile in the President's body ? 

Dr. Humes, They showed no evidenoe of a missile in the fr res i- 
de"* ' 8 bo dy at any point . Incf these were examined by ourselves 
®"d by the radiologist who assisted us in this endeavor, (em- 
phasis added) 



However, in the affidavit of these same doctors before you, the very 
last sentence on the fourth page gives an entirely different, though 
carefully oontrived, account. It reads, "However, careful examina- 
tion at the autopsy , and the photographs and x-rays taken during the 
autopsy, revealed no evidenoe of a bullet or of a major portion of a 
bullet in the body of the President , , . " 



Stripped of Aesop, this aotually says theme were fragments in the 
body, no one of whioh was as large as a "major portion" of a bullet. 
This being the oase, they oame from something other than Bullet 399 
and are entirely unaooounted for, in either the autopsy report or the 
Warren Report. They require at least an additional bullet, which 
eliminates the already impossible belief of a single assassin. 

That there is no doubt these fragments were in the body is repe- 
titiously established by the panel report whioh, contrary to reality, 
pretends with its oasualness that it is merely reporting a known faots 



Judge Halleck - page 3 

On page 13, under " Neok Region ", in discussing the X-rays - 

Also, several small metallio fragments are pr esent in this 
region . * - 

On page 15, introduced by these words, "The other bullet struck the 
deoedent's baok , - 
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There is a track between the two cutaneous wounds as indicated 
by subcutaneous emphysema and small metallic fragments on the 

(Parenthetically, I suggest that these dootors, called before you and 
sworn, would have to admit that saying "there is a track" is false, 

j? h ? m3 ® lve ® concede at the top of page 16 and as Colonel Flnok 
testified in New Orleans.) 

With reapeot to the second, "fatal" wound, it seems to me, not as a 
lawyer but as an analyst, that there is similar false swearing that 
oertainly appears material. Its location, in the autopsy report and 
all the testimony about it, is reflected on page three of the subse- 

° f au *> ps y doctoi,a # before you in affidavit form, 
slightly above the external oooipital protuberance n . All the visual 
representations, as, for example. Exhibits 386 , 388 and the autopsy 

body chart, part of Exhibit 397# locate it on a line with the top of 
the ear. 



If this is not false swearing, then the words of the panel are. 
are their representations of the same wound, from their report: 



Here 



From page 7, " high above the hairline". 

From page 11, "approximately 100 mm . (four inohes) above the external 
oooipital protuberance". 

From page 12, " 100 mm . above the external oooipital protuberance". 

From page 14, "well above the external oooipital protuberance". 

Kiere Is an enormous difference, in something the size of the human 
head, between a wound of entranoe about one inch above the knob on 
the back of the head and four inohes above it. A trajectory aooounted 
for by a wound in the baok of the head obviously is not identical with 
that aooounted for with this wound not in the baok but on the top of 
the head. If the autopsy doctors proved to the Warren Commission that, 
with this wound in the back of the head, the resultant damage to the 
head shows the bullet originated in that sixth-floor window, they also 
thereby proved it could not have originated in this window with the 
wound inflicted at or near the top of the head. 



Even the measurements of this wound by the two panels of dootors are 
cl-i* er ®nt. The autopsy doctors quote their autopsy report in their 
sworn statement to you (page 3 ) as "measuring 15 by 6 mm", whereas 
the panel dootors say of what they allege is the identical wound (page 
111 , measuring approximately 8 mm. in diameter on the outer surfaoe 
of the skull and as muoh as 20 mm. on the internal surfaoe". If both 
of these are panels of qualified experts, can they be performing the 
simple task of measuring the same wound and swearing honestly about it? 
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Judgs Halleok - page I4. 



Colonel Pierre Finck was called as a defense witness In the New Or- 
leans trial. I tell you frankly I provided the prosecution with some 
of my material, including a large quantity of the unpublished Warren 
material, as I would have given it to the defense had it asked. Ap- 
parently this was used In the questioning of Colonel Finck. If you 
are Interested, I will be happy to give you this same material, now 
in a book. It brilliantly illuminates Colonel Finck 1 s testimony in 
New Orleans. It, and now Colonel Finck, puts the entire autopsy in 
a different oontext and, in fact, raises additional questions, includ- 
ing those of additional perjuries. 

Asked why the word "presumably" was added before "of entry" in the 
autopsy report, he responded, "Admiral Galloway told us to put in 
y-pN that word. He repeatedly disclosed military oontrol over the autopsy 
II and that the doctors did not make an entirely independent autopsy or 
report. There are other examples 1 

n About that "track" through the President's bo and the incisions that 
wV were not made, inoisions that could have disclosed it - 

Isn't It a fact," Colonel Finck was asked on cross-examination, "that 
y° u *® re told not to go through the throat area?" His reply was, "Yes, 
but X don* t remember the details He added lie thought tties© orders 
were given by an Admiral Kinney. Asked, "Oive us the name of the gen- 
eral who instructed Commander Humes not to talk about the autopsy re- 
UJ 1118 res P°n8® was, "This was not a general, this was an admiral. 

V_/ This was in the autopsy room." 




Q. What is his name? 

A. There were several people in charge, as I recall. It was 
Admiral Kinney at that time, as I recall. 

Asked again, "What was the name of the general in charge of the au- 
topsy?' Colonel Finck said, "There was no general in charge. Com- 
mander Humes said, 'Who is in charge here?' and a general answered, 
•I am.' That doesn't mean he was in charge of the autopsy. He was 
in oharge of the entire operation. " 



Added significance, I suggest, derives from the fact that Colonel 
Finok was quite late arriving at the autopsy. Is it not strange that 
at that late hour Commander Humes had oocaaion to ask, "Who is in 
charge here?" Why, indeed, should the expert presumably conducting 
an independent autopsy have had oooasion to ask this question, about 
anything? 



Throughout his New Orleans testimony. Colonel Finck swore to what is 
oontrary to what was sworn to before you. He swore there was no dis- 
seotion to establish the "traok" in the neok area. He repeatedly 
swore that the fatal wound of entry was "at the back of the head", 
whioh is oontrary to the statement of the panel report, placing it at 
the top of the head. He testified that after he arrived he "found the 
wound at the back of the neok and no corresponding exit, I requested 
X-ray8. My purpose was to see if there was a bullet in the body. An 
X-ray will reveal a bullet." He added the X-rays showed "only frag- 
ments . This Is oontrary to the sworn testimony oited above, that 
there was no "missile" of any kind in the body. Even fragments of bone 
are considered "missiles", as is any fragment of bullet. He swore he 
oould see no front neck wound, yet the panel now swears it shows in 
the still-existing piotures. 



Judge Halleok - page 5 



Cplonel Finck was somewhat embarrassed by the 100 mm. measvirement of 
the panel. He offered a non sequitur, saying XOrays are seldom "to 
soale . If his explanation is at all credible, the sworn statement 
of the panel doctors at best is without meaning and a deception. The 
the x “ ra y s in evidenoe before you. They were lkxl7 and 
10*12 • Neither size seems to allow this explanation. 

Dr. Weoht also placed this wound in the top of the head. 

Colonel Finck confirmed Dr. Humes* testimony that the X-rays were 
read at the autopsy, including by the radiologist. His testimony 
was particularly evasive when you consider this was after the hear- 
ings before you, after the panel report and the autopsy doctors 1 own 
supplemental report, and I suggest goestto intent. He here made no 
reference to fragments, whether or not as much as a "major portion 
of a bullet , saying instead, " there was no bullet left in the 
cadaver". 

The proceeding over whioh you presided, I prediot, will become one of 
the more significant ones in our history, whether or not it so seemed 
to you at the time you conducted it. Particularly because you did 
preside so fairly, under extreme provocation, do I hope you will feel 
impelled to preserve the integrity of the proceeding, that of the 
oourts of the United States, and with it that of the nation, for if 
we have been given a false official account of the murder of a Presi- 
dent and if the oourts have been used in an effort to validate that 
falsity, by use of perjury, by misrepresentation, by deception, is 
not the integrity of all at stake? 

I do hope you will regard this as seriously as I do. If theee is 
any knowledge or evidence I have that might interest you, I will be 
happy to provide it. I have oopyrighted a limited edition of one 
part of my study of the suppressed evidence on this autopsy and what 
relates to it, have another about ready for limited publication, and 
am preparing a third part. I do have hundreds of pages of documenta- 
tion from the unpublished material. 

Sincerely, 



Harold Weisberg 
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